First  Congregational  Church,  Moravia,  N.  Y. 


First   Congregational  Church 
Moravia,    New  York 


This  beautiful  and  historic 
Church  was  erected  in  1823.  The 
Congregational  Society  was  found- 
ed in  1806. 
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